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Message Text 


LIMITED OFFICIAL USE 

PAGE 0 1 LONDON 11517 23 1 628Z 

14 

ACTION PM-04 

INFO OCT-01 EUR- 1 2 ISO-OO TRSE-00 CIAE-00 INR-07 NSAE-00 

MC-02 /026W 

124409 

R 231624Z IUL 76 
FM AMEMBASSY LONDON 
TO SECSTATE WASHDC 3923 
INFO AMEMBASSY BONN 
AMCONSUL FRANKFURT 


LIMITED OFFICIAL USE LONDON 11517 

E.O. 11652: N/A 
TAGS: MILL UK 

SUBJECT: PRE-LICENSE CHECK OF FIRE-POWER INTERNATIONAL 
LTD. 

REF: STATE 158762 (NOTAL) 

1 . TRANSACTION APPEARS VALID. 

2. SUBJECT IS BONA FIDE ARMS DEALER CERTIFIED UNDER 
HMG FIREARMS ACT 1968 TO ACT AS A FIREARMS DEALER IN 
"ALL TYPES OF FIREARMS". 

3. ITEMS ARE FOR TRANSHIPMENT, AFTER ASSEMBLY USING 
PARTS U.K. FIRM HAS IN STOC, AS SPORTING/COLLECTORS 
ITEMS TO FIRMA WAFFEN FRANKONIA, POSTFACH 380, D-87 
WUERZBURG 2, FEDERAL REPUBLIC OF GERMANY. 

4. POST RECOMMENDS APPROVAL APPLICATIONS UNLESS 
EMBASSY BONN OR CONGEN FRANKFURT HAVE NEGATIVE REPORT 
ON GERMAN FIRM. 

ARMSTRONG 


LIMITED OFFICIAL USE 
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Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: SMALL ARMS, ARMS EXPORT LICENSES, END USE CHECKS 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 23 JUL 1976 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Authority: coburnhl 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976LONDON11517 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D760285-0137 
From: LONDON 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t19760729/aaaaaysl.tel 

Line Count: 51 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION PM 

Original Classification: LIMITED OFFICIAL USE 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 

Previous Classification: LIMITED OFFICIAL USE 

Previous Handling Restrictions: n/a 

Reference: 76 STATE 158762 

Review Action: RELEASED, APPROVED 

Review Authority: coburnhl 

Review Comment: n/a 

Review Content Flags: 

Review Date: 27 APR 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <27 APR 2004 by ShawDG>; APPROVED <09 SEP 2004 by coburnhb 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
04 MAY 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: PRE-LICENSE CHECK OF FIRE-POWER INTERNATIONAL LTD. 

TAGS: MILI, UK, US, FIRE POWER INTL LTD 
To: STATE 
Type: TE 
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